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QMS 2060 BX QMS 2060 GX QMS 2060 FX QMS 2060 EX 
Printing Technology Law Laser Laser Laser 
Market — Gene business applications Generd business applicetions, High-end graphic arts High-end graphic ats 


graphic arts 





Standard Resolution 





600 x 600 dpi up to lette/A4, 
300 x 300 dpi up to 13" x 26" 





600 x 600 dpi on dl page sizes 





1200 x 1200 dpi on all page ses 


1200 x 1200 dpi on all page ses 





Maximum Resolution 





1200 x 1200 dpi * 





1200 x 1200 dpi ? 





1200 x 1200 dpi 


1200 x 1200 dpi 


















































Page Size Postcard to 13" x 26" edlgeto-eige Postcard to 13" x 26" edge-to-edge Postcard to 13" x 26" edge-to-edge Postcard to 13" x 26" edge-to-edge 
Maximum Speed — 20ppm 20 pom 20 pom 20 pom 
Standard RAM — 16MB 32 MB 48 MB 48 MB 
Maximum RAM — 128MB 128 MB 128 MB 128 MB 






























































Processor — NEC VR4300-RISC, 100 MHz NEC Vr4300"-RISC, 100 MHz NEC Vr4300-RISC, 100 MHz NEC Vr4300-RISC, 100 MHz 
Internal Hard Disk — Optiond Optiond Optiond Standard 
Standard Paper Input  500-shetIdter tray 250-shet Universd tray, 250-shec Universd tray, 250-shect Universd tray, 
and *Paper Handling = 150-shet multipurposetray 150-shee multipurpose tray 150-shee multipurpose tray 150-shee: multipurpose tray 
Options — *250-shet Universd tray, *500-shect letter or A4 tray, *500-sheet letter or A4 tray, *500-shect letter or A4 tray 
*500-sheat A4 tray, *Paper feader w/ *Paper feeder w/ 250-sheet *Paper feader w/ 250-sheet *Paper feeder w/ 250-sheet 
250-sheet Universd tray or 500-shect Universd tray or 500-sheet letter Universd tray or 500-sheet letter Universd tray or 500-sheet letter 
letter or A4 tray, *duplexe,, or A4 tray *duplexe, or A4 tray, *duplexe, or A4 tray, *duplexe,, 
*QMS CrownCopy* *QMS CrownCopy *QMS CrownCopy *QMS CrownCopy 
Standard Interfaces _ Biirectiond padld, Bidirectiond pardld, Bidirectiond pardld, Bidirectiona pardld, 
QMS CrownNé&” for Ethernet, QMS CrownNé for Etherne, QMS CrownNé for Etherne, QMS CrownNé for Etherne, 
SCS sca SCS sca 
Optional Interfaces — QMSCrownNe for TokerRing?, QMS CrownNet for Token-Ring, QMS CrownNeé for Token-Ring, QMS CrownNe for Token-Ring, 
DECné-TCP/IP DECne@-TCP/IP DECne@-TCP/IP DECne@-TCP/IP 


LocdTalk™ RS-232 serid 


Locd Tak, RS-232 serid 


LocdTalk, RS-232 seid 


LocdTak, RS-232 serid 





Printer Languages 





PostScript” Leva 2, HP-GL®, 
HP PCL® 5e/GL2, Lineorinter, CGM, 
LNO3” Plus*, QUIC™ II *, XES/UDK * 





PostScript Levd 2, HP-GL, 
HP PCL 5e/GL2, Lineprinte, CGM, 
LNO3" Plus*, QUIC™ II *, XES/UDK * 





PostScript Levd 2, HP-GL, 
HP PCL 5e/GL2, Lineprinte, CGM, 
LNO3” Plus?, QUIC™ II *, XES/UDK * 


PostScript Levd 2, HP-GL, 
HP PCL 5e/GL2, Lineprinte, CGM, 
LNO3" Plus*, QUIC™ II *, XES/UDK * 





Reference Price 





$1,999 


Printed on-demand on a QMS printer. 
+Optionda 7? QMS CrownNe for Ethernet supports NetWare® IPX/SPX, TCP/IP EtherTak”, Windows 3.1x, 95, and NT N&BlOS/NetBEUI, and Lan Manager/Lan Server N&BIlOS/Ne&tBEUI 
3 QMS CrownNet for Token-Ring supports NetWare IPX/SPX, TCP/IP Windows 3.1x, 95, and NT N&BIOS/Ne&tBEUI, and Lan Manager/Lan Server N&tBIOS/NE&tBEUI 


QMSS, the QMS logo, ImmageServer, and Crown are trademarks or regstered trademarks of QMS, Inc All other trademarks and registered trademarks are the property of thdir respective manufacurers. ©1998 QMS, Inc. 4/98. 





$2,199 





$2,499 


$3,099 
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QMS 2425 TURBO 





QMS 2425 TURBO EX 


~~ eravae 


QMS 2425 TURBO 




















Multi-PACS 
Laser Laser Laser 
Large business workgroup Large business workgroup Large business workgroup 


printing applicetions 


printing applicetions 


printing applicetions 





600 x 600 dpi up to lette/A4, 
300 x 300 dpi up to 11.7" x 17.7" 





600 x 600 dpi on all page ses 





600 x 600 dpi on dl page sizes 





1200 x 1200 dpi * 





1200 x 1200 dpi ? 





1200 x 1200 dpi * 





Staterent to universal (11.7" x 17.7") 





Staterent to universal (11.7" x 17.7") 





Staterent to universal (11.7" x 17.7") 










































































24 ppm 24 pom 24 ppm 

8 MB 32 MB 40 MB 

128 MB 128 MB 128 MB 

NEC Vr4300-RISC, 133 MHz NEC Vr4300-RISC, 133 MHz NEC Vr4300-RISC, 133 MHz 

Optiond Standard Standard 

Two 500-sheet input trays, Two 500-sheet input trays, Two 500-sheet input trays, 

100-sheet multipurpose tray 100-she&t multipurpose tray, 100-sheet multipurpose tray, 

*2,000-sheet input paper deck, *2,000-sheet input paper deck, 2,000-sheet input paper deck, 

*2,000-sheet Stackler (stacker/stapler) *2,000-sheet Stackler (stacker/stapler), 2,000-sheet Stackler (stacker/stapler), 

*3,100-ldter Sze snect stacker, *envdope *3,100-letter Size sheet stacker, *envdope duplexe,, QMS CrownCopy, 

feeder, *duplexe,, *QMS CrownCopy feeder, *duplexe,, *QMS CrownCopy *3,100-Idter size shect stackey, 
*enveope fecder 

Bidirectiond perald, Bidirectional pardld, Bidirectional pardld, 

QMS CrownNé for Etherne, QMS CrownNét for Ethernd, QMS CrownNé for Etherne, 

Sco Sco SCS 

QMS CrownNeé for Token-Ring, QMS CrownNeét for Toke-Ring, QMS CrownNeé for Toke-Ring, 

DECné-TCP/IP DECnd@-TCP/IP DECne&-TCP/IP 


LocdTalk, RS-232 serid 


LocalTdk, RS-232 serid 


LocdTalk, RS-232 serid 





PostScript Levd 2, HP-GL, HP PCL 5e/GL2, 
Lineprinter, LNO3” Plus *, QUIC™ II *, 
XES/UDK *, CGM 





PostScript Leva 2, HP-GL,HP PCL 5e/GL2, 


Lineprinter, LNO3" Plus*, QUIC™ II *, 
XES/UDK *, CGM 





PostScript Leva 2, HP-GL,HP PCL 5e/GL2, 


Lineprinter, LNO3” Plus*, QUIC™ II *, 
XES/UDK *, CGM 





$3,449 





$3,949 





$7,999 


1-800-523-2696 





% v-e* 


QMS 4060 





Laser 





High-volume departmental 
printing applications 





600 x 600 dpi, 300 x 300 dpi 





600 x 600 dpi 





Executive to ledger 





40 ppm 





32 MB 





128 MB 





NEC Vr4300-RISC, 100 MHz 





Standard 





Three 500-sheet input trays, 
Intend duplexer 

*3,000-shect letter/A4 input feader, 
*2,000-sheet output stacker, 
*500-shect custom tray 





Bidirectiond pardld, 
QMS CrownNet for Etherne, 
SCS, Console 





QMS CrownNeét for Toke-Ring, 
DECnd-TCP/IP 
LocalTdk, RS-232 serid 





PostScript Levd 2, HP-GL, 
HP PCL 5e Lineorinte, CGM, 
LNO3 Plus*, QUIC II ’, XES/UDK * 





$17,999 





